ACID-PROOF STONEWARE SINK
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cracked by radiated heat. The back walls of hoods are of acid-
proof brick with a white surface as shown in Views 41, 43, 44.
The latter show the way the hoods are fitted with sliding doors
and are framed with cabinet-finished straight-sawed oak. The
sliding doors the author has found to be far superior to any
others. The hoods along the walls of the laboratory are much
to be preferred to center hoods. The latter cut off the light, do
not have a good draught and cannot be backed with acid-proof
material. Again the center hood is peculiarly subject to dirt
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FIG. 45.
dropping from its upper parts and its flues. If bits of mortar
drop from flues, slanting sash can be set up as shown in the
.hood at the rear of View 44. These frames are supported on
iron rods and can be removed in a few moments when it is
desired to clean out the hoods. All tables, hoods, and exposed
floor lines have stone baseboards to prevent the marring of
the woodwork when the floors are mopped or scrubbed. The
large sinks near the doorways are made of heavy acid-proof
stoneware. The nipple at the outlet of the sink fits into a terra-
cotta sewer via a trap of the same material. All joints are
caulked with oakum and on top of the latter is poured hot